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SOURCE EVALUATIONS ARE DEFINITIVE. APPRAISAL OF CONTENT IS TENTATIVE 
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The annual soot (Geman Russ) output of Rumania amounted to lj.8,000 
tons including 28,000 tons of furnace soot, 7,000 tons of methanex 
soot and 13^000 tons of channel scot. It was learned that almost 
the entire soot production, predominantly the methanex soot, was 
delivered to the USSR. 
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